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Message Text 

UNCLASSIFIED 

PAGE 01 KINGST 04982 221805Z 
ACTION SY-05 

INFO OCT-01 ARA-14 ISO-OO /020W 

021928 230355Z/17 

R221627Z JUN 78 
FM AMEMBASSY KINGSTON 
TO SECSTATE WASHDC 1928 

UNCLAS KINGSTON 4982 

FOR A/SY/OC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: RADIO EQUIPMENT 

POST REQUESTS 12 GENERAL ELECTRIC MASTER PERSONNEL 
CHARGER 12 VOLT 4EP63A13 OPTION 4390 FOR INSTALLATION 
IN MOTOR POOL VEHICLES. 

IRVING 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978KINGST04982 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780261-0705 
Format: TEL 
From: KINGSTON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 9780631 /aaaabaua. tel 

Line Count: 32 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: d39bbf83-c288-dd11-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 04 apr 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2250561 
Secure: OPEN 
Status: NATIVE 

Subject: RADIO EQUIPMENT POST REQUESTS 12 GENERAL ELECTRIC MASTER PERSONNEL CHARGER 1 2 VOLT 4EP63A1 3 OPTION 4390 

FOR INSTALLAT 

TAGS: ASEC 

To: STATE 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/d39bbf83-c288-dd1 1 -92da-001 cc4696bcc 
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